Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 4/6/2010 3:18:07 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: FW: Card Access & Fume Hood 

Attachments: 11610_Fume Hood.doc; fhguide.pdf 


Jim, 

The designer was just inquiring one more time regarding the new fume hood going in N 247A. If there is any additional 
information you need me to know about requirement for the new hood please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Kevin Riordon [mailto:kevinr@dietzarch.com] 

Sent: Tuesday, April 06, 2010 10:49 AM 

To: Koshima, Mitsu 

Cc: Lobik Stephen 

Subject: Card Access & Fume Hood 

Mitsu, 

See below for information regarding security doors at Umass DPH office. 

The fume hood that we are planning to specify is made by Mott Manufacturing and distributed by New England 
Casework. Please see the following website for standards for fume hoods developed by Umass EH&S. 

http://www.ehs.umass.edu/fume-hood.html 


Please also see the following section of the Umass Design Guidelines: 
2.8.7 SPECIAL EXHAUST SYSTEMS 


I am hoping that you can mark up the attached specification with requirements that affect the airflow. 


Stephen, 


Folk OIG PRR 095986 



If DPH has specific requirements beside the electrical outlet regarding the fume hood materials or operation, they need to 
give us those requirements. They are the folks who will be using it and may have requirements beyond what has been 
discussed with Jim Hanchett. The attached User Guide has a little more information on materials and features of the 
fume hoods. Although we will have the shop drawing as our last chance at correcting requirements for the fume hood, I 
would prefer to get it bid properly. 


Kevin M. Riordon AIA 

Project Architect 

Dietz & Company Architects, Inc. 

17 Hampden Street 
Springfield, MA 01103 
(413) 733-6798 x 120 Phone 
(413) 732-4385 Fax 
www.dietzandcompanvarcliitects.com 

Sening community values and client needs by shaping responsive architectural solutions. 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Tuesday, April 06, 2010 9:04 AM 
To: Kevin Riordon 
Subject: 


Kevin, 

I am having discussions with DPH and our PP regarding card access for securing spaces. I hope to know shortly 
what doors need card access and who installs it. I'll pass the information along so you can coordinate with 
your drawings. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095987 




